Brief comment text:

Surely another frequency range can be selected for the backup GPS system other than one being used by folks enjoying the Meshtastic project.  There is a lot of hardware that would be impacted, and the usability of this very educational project that is easy to introduce new people to amateur radio with interesting use cases would suffer.
